DID  YOU  KNOW? 


• Prolonged  exposure  to  excessive  noise  can  cause 
permanent  ear  damage. 

• Noise  often  considered  harmless  can  actually  cripple 
your  hearing. 

• A world  without  sound  is  a cold,  friendless,  bewild- 
ering world-within-the-world  of  sound. 

• There  are  many  Canadians  with  hearing  losses 
caused  by  noisy  working  conditions. 

■ Research  indicates  that  20-30%  of  all  adult  employ- 
ees have  significant  hearing  losses. 

• Most  hearing  losses  can  be  detected  only  by  audio- 
metric hearing  measurement. 

• Potentially  costly  claims  can  only  be  fairly  assessed 
if  hearing  is  measured  early  in  employment,  and 
periodically  thereafter,  preferably  within  reasonable 
access  of  the  work  location. 

• Much  can  be  done  to  reduce  noise  deafness  with 
adequate  hearing  conservation  programmes. 
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PURPOSE 

This  workshop  is  intended  for  occupational 
health  nurses,  industrial  audiometric  technic- 
ians, safety  supervisors  and  others  concerned 
with  hearing  measurement  and  conservation.  It 
is  designed  to  train  participants  to  perform  pure 
tone  air  conduction  audiograms,  implement  an 
adequate  hearing  protection  programme,  and 
assist  management  in  planning  and  conducting  a 
hearing  conservation  programme  under  adequate 
supervision. 

Instruction  will  follow  that  outlined  and  approved 
by  industrial  medical,  nursing,  hygiene,  speech 
and  hearing  authorities.  Those  in  attendance  will 
have  an  opportunity  to  become  familiar  with  equip- 
ment ordinarily  used  for  air  conduction  hearing 
measurement. 

WORKSHOP  TOPICS 

• Hearing  conservation  in  industry 

• The  industrial  audiometric  technicians’ 
responsibilities  and  limitations  in  implementing 
hearing  conservation  programmes 

• How  the  ear  functions 

• The  physics  of  sound  and  its  measurement 

• The  audiometer  - what  it  is  and  how  it  works; 
its  calibration  and  care;  intensity  limits  of  the 
audiometer 

• Instruction  and  preparation  of  the  subject; 
standard  audiometric  technique 

• Supervised  audiograms  - practise  and  record 
keeping 

• Causes  of  hearing  problems  and  interpretation 
of  audiograms 


• The  significance  and  interpretation  of  various 
types  of  audiograms 

• Medical  - legal  considerations 

• Hearing  protection  and  noise  control 

COURSE  DIRECTOR 

Dr.  D.R.  Warren 
Associate  Professor 
School  of  Hygiene 
University  of  Toronto 

SCHEDULE 

2 l/i  days  (full  time) 

June  7,  8,  9,  1972 

Commencing  with  dinner  at  6:00  pm  on  June  7 
LOCATION 

University  of  Toronto 
OISE  Building 
252  Bloor  Street  West 
Toronto 

FEE 

$100.00 

The  fee  includes  tuition,  certain  instructional 
material,  and  dinner  on  Wednesday.  Other  meals 
and  accommodation  are  not  included. 

Out-of-town  applicants  will  be  sent  a list  of 
several  hotels  within  easy  reach  of  the  Univer- 
sity to  assist  them  to  make  arrangements 
personally  for  accommodation. 

APPLICATION 
Enrolment  will  be  limited. 

To  avoid  disappointment,  applications  should  be 
forwarded  by  mail  as  soon  as  possible. 

After  May  31,  1972,  refunds  will  not  be  granted. 
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